Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/9/2010 7:44:10 PM 

To: Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: Paul Welch 


Jim and Helen, 

if i hear any more on Paui's visit I will pass it along. Depending on tomorrow's weather I may or may not be on 
campus. If you have any questions please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-8516 

(F) 413-545-3684 
slobik@facil.umass.edu 


From: Nathhorst Richard P. 

Sent: Tuesday, February 09, 2010 2:22 PM 
To: Lobik Stephen 
Subject: RE: Paul Welch 

Steve: 

I have exchanged emails with Paul. He will get back to me on if he is coming out tomorrow or next week (weather related 
decision on his part). 

Richard 


Richard P. Nathhorst 79 

Capital Project Manager 

Facilities Planning Division 

University of Massachusetts at Amherst 

Physical Plant Building 

360 Campus Center Way 

Amherst, MA 01003-9248 

Phone: 413-545-6497 

FAX: 413-545-3684 


Folk OIG PRR 096066 








Cell Phone 

email: Nathhorst@facil.umass.edu 
http://people.umass.edu/amaeOOO 


—Original Message— 

From: Lobik Stephen 

Sent: Tuesday, February 09, 2010 10:32 AM 
To: Nathhorst Richard P. 

Subject: 

Dick, 

Have you heard back from Paul Walsh about visiting Morrill I. Helen called and asked if we had a date. Please 
let me know. If you have not had a chance to give him a ring let me know and I don't mind calling him 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(c)HHH 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 096067 







